DUBLIN CORPORATION WATERWORKS. 



RETURN to an Order of the Honourable The House of Commons, 
dated 16 June 186 5‘,—for, 



RETURN “ showing the Amount of Mr. William M‘ Cormack's Tender for 
the Vartry Wohks, and for Conveying the Water of the River Vartry 
to Leeson Street Bridge, for the supply of the City of Dublin with Pipe 
Water 

“And, Copy of the Evidence given before the Select Committee of this 
House, appointed to consider the Bill * to enable the Lord Mayor, Alder- 
men, and Burgesses of Dublin to construct additional Waterworks, and 
for other Purposes, 1 by Mr. William M‘ Connack ; by Mr. Parke Neville, 
Engineer to the Corporation of Dublin ; by Mr. Thomas Hawksley, Con- 
sulting Engineer on the Waterworks to tlie Corporation; and by Mr. 
James Simpson, Civil Engineer, London, in reference to such T ender.” 



Mr. W. M'Cormacic’s tender for the Vartry Works, and for conveying 
the water of the River Vartry to Leeson Street Bridge, for the supply of the 
City of Dublin with pipe water, amounted to 274,000 l, subject to be increased 
or diminished according to circumstances. 



The Corporation have no copy of the Evidence given before the Select 
Committee. 



D. J. Dickinson, 

City Hall, Dublin, Secretary, Water Works Committee. 

21 June 1865. 
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DUBLIN CORPORATION WATERWORKS. 



RETURN showing the Amount of Mr. William 
M‘Cormack’s Tender for the Vartri Works, 
and for Conveying the Water of the River 
Vartry to Leeson Street Bridge, for the supply 
of the City of Dublin with Pipe Water, &c. 



( Sir Edward Grogan.) 



Ordered, by The House of Commons, to be Printed. 

30 June 1865. 



431 - 



Printed image digitised by the University of Southampton Library Digitisation Unit 



